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GOLD SEAL — Highest Quality 
97% Pure — At Least 73% Perennial 


RED SEAL — Good Quality 
90% Pure — At Least 59% Perennial 





_F. H. WOODRUFF & SONS, INC. 
MILFORD, CONN. 


Branches: Toledo, Ohio - Sacramento, Calif. - Atlanta, Ga. 
Bellerose, N. Y. - Dallas, Texas - Mercedes, Texas 





RETAIL PRICE LIST 


FALL 1950 


Os 





GOLD SEAL LAWN SEED MIXTURES 


(All 97% Pure) 


BRAND 1 Lb. 3 Lbs. 5 Lbs. ’ 25 Lbs. 50 Lbs. 
Turf-Maker No. 1 $ 1.60 $ 4.75 $ 7.80\$ 38.65 $ 76.50 
Turf-Maker No. 38 1.60 4.75| 7.80] 38.65]. 76.50 
Turf-Maker Light Soil 1.60 4.75| 7.80} 38.65} 76.50 
Tru-Shade 1.60 4.75 7.80| 38.65] 76.50 

RED SEAL LAWN SEED MIXTURES 
(All 90% Pure) 
Royal $ 1.25|$ 3.65/$ 600/$ 29.85)$ 58.90 
Milford Green #125). OS 6 C0 29:85) 58.90 
Shady Spot 1.25 3.65 6.00! 29.85} 58.90 
GRO-SOD LAWN FOOD 
THE OLD ORIGINAL 10-6-4 
100 Ibs. $7.75. 
50 lbs. 4.55 
25 Ibs. 2.70 


TERMS: Net, F. O. B. Our Warehouse, Freight Prepaid 
‘PRICES SUBJECT TO CHANGE WITHOUT NOTICE 


F. H. Woodruff & Sons, Inc. warrants to the extent of the purchase price that seeds or bulbs sold are as described 
on the container, within recognized tolerances. Seller gives no other or further warranty, express or implied. 





GRASS SEED DIVISION 


F, H. WOODRUFF & SONS, INC. 


MILFORD, CONN. 


Branches: Toledo, Ohio — Sacramento, Calif. — Bellerose, New York 








SEEDING CHART 








GOLD SEAL MIXTURES 
All Over 97% Pure 


SEEDING RATE 


1 Ib. 


3 Ibs. 
5 Ibs. 
10 Ibs. 
25 Ibs. 
50 Ibs. 
100 Ibs. 
150 Ibs. 


will seed an area 


will seed an area’ 


will seed an area 
will seed an area 
will seed an area 
will seed an area 
will seed an area 


10 feet by 
20 feet by 
25 feet by 
40 feet by 
75 feet by 
100 feet by 
150 feet by 


20 feet 
30 feet 
AO feet 
50 feet 
100 feet 
150 feet 
200 feet 


will seed one acre — 43,560 square feet 


All Over 90% Pure 


SEEDING RATE 


1 Ib. 


3 Ibs. 

5 Ibs. 
10 Ibs. 
25 Ibs. 
50 Ibs. 
100 Ibs. 
200 Ibs. 


will seed an area 
will seed an area 
will seed an area 
will seed an area 
will seed an area 


-will seed an area 


will seed an area 


10 feet by 
15 feet by 
25 feet by 
30 feet by 
50 feet by 
100 feet by 
100 feet by 


RED SEAL MIXTURES 


15 feet 
30 feet 
30 feet 
50 feet 
100 feet 
100 feet 
200 feet 


will seed one acre — 43,560 square feet 





GRO-SOD LAWN FOOD 


RATE OF APPLICATION 


1 Ib. 


3 Ibs. 

5 Ibs. 
10 Ibs. 
25 lbs. 
50 Ibs. 
100 Ibs. 
500 Ibs. 


will feed an area 
will feed an area 
will feed an area 
will feed an area 
will feed an area 
will feed an area 
will feed an area 


10 feet by 
15 feet by 
20 feet by 
25 feet by 
50 feet by 
50 feet by 
100 feet by 


10 feet 
20 feet 
25 feet 
AO feet 
50 feet 
100 feet 
100 feet 


will feed one acre — 43,560 square feet 


